N&W 

GLOBAL VENDING 


Technical advice Communication 


Date: 28.02.03 


Subject: 

Output board, fitment of the correct type for machine concerned. 
Models: 

Spazio - Venezia - Venezia Lx. - Brio - Piccolo Mattino- Granmattino - Duo Impresso 


A new CPU board part no. 0V1960 with 512 KB EPROM was introduced for the above- 
mentioned models on 26"^ September 2000, which is based on the SMT (Surface Mount 
Technology) and replaced the previous board no. 099662, which was manufactured with 
conventional technology. 

The old board 099932 with the 1 MB EPROM was also replaced with the new one code 0V1858 
made in SMT technology too. 
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This was communicated in a technical update reference UK 04/00. 


Serial Nos. from which production was started: Dependant upon model type. 


Code 0V1960 

Model Serial no. 

Spazio 01100080 

Brio 01101381 

Venezia - Venezia Lx. 01 101332 

Piccolo Mattino 01500600 


Code 0V1858 

Model 

Spazio 
Brio 

Granmattino 
Venezia Lx 
Duo Impresso 


Serial no, 

03400778 

03800314 

Future installation 

03800498 

Future installation 


The 2 new boards differ regarding these components: 


0V1960 > 512 KB eprom with standard RAM (28 pins "short") 

VI 858 > 1MB eprom with Battery backed up RAM (32 pins "long") 

Problem 

If you were to fit an OV1960 board to a machine that should be fitted with an OV1858 
board, then the machine will reset to its default program configuration when powered down. 

This will also occur, if a non battery backed up Ram chip is fittd to the O VI 858 board. 
The battery backed up Ram chip is "thicker" than the non battery Ram 

Solution 

When replacing faulty items, please ensure that the correct board is ordered for your 
machine and that the 0V1858 board contains a Battery backed up RAM chip. 


